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TO AMEMBASSY VICTORIA 
INFO AMEMBASSY NAIROBI 


LIMITED OFFICIAL USE STATE 187388 

E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: WALK-THRU METAL DETECTOR - VICTORIA 

VICTORIA FOR PSO, NAIROBI FOR OIC/RTC, AND RSS; FROM 
SY/OPS/T 

1 . INTEX METAL DETECTOR SHIPPED DIRECT TO VICTORIA AS 
FOLLOWS: 

A. GBL IS K-4,23 1,751. 

B. AIRWAY BILL NUMBER IS 026-8670-9965, VIA FLT SA-37, 
DEPARTING NYC THROUGH JOHANNESBURG ON JULY 30, 1978. 

C. THE TWO BOXES ARE ADDRESSED TO AMEMBASSY ATTN: PSO. 
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PAGE 02 STATE 187388 

2. ADVISE SY/OPS/T WHEN UNIT HAS BEEN INSTALLED. VANCE 
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